The Commonwealth of Massachusetts 

Department of State Police 

305 South Street^ Jamaica Plain, MA 02130 

617-983-6622 

DEVAL L. PATRICK 

GOVERNOR 

TIMOTHY P. MURRAY 
UEtriENANT GOVERNOR 

MARY ELiZABETH HEFFERNAN 

SECRETARY 

COLONEL Timothy p. alben 

SUPEWNTENDENT 



07/26/12 

Eric Christofferson 
Assistant United States Attorney 

AUSA Christofferson, 

Enclosed is the information you requested. Included are copies of the following: 

1. Drug Analysis Laboratory Receipt. 

2. Analysis sheets with chemist’s hand notations and test results. 

3. GC/MS analytical data for sample 


If you have any questions about these materials, please call me at the number below. 



Drug Analysis Lab 
(617) 983-6632 


Excellence In Service Through Quality Policing 


Corbett email PRR 004377 












PLEASE PRINT CLEARF^Y OR TYPE ALL INFORRf ATJiO’N 


Boston Drug Laboratory 
Tel (617) 983-6622 
Fax (617) 9S3-662S 

Boston Hours 

8 : 00 - 11:00 

2:00-4:00 


The Commonwealth of Massachusetts 

Exemdve Office of HeaHh and Human Sendees 
Deparfment of Public Health 
State Laboratory Institute 


Amherst Drug Laboratory 
Tei (413) S4S-2601 
Fax (413) S4S-2608 

Amherst Hours 

9:00-12:00 

1:00-3:00 



Police Reference No.: 


fficer: 


Defendant(s) Name (last, first, initial); 



To be completed by Submitter 
Description of Items Submitted 


To be completed by Lab Personnel 
Gross Weight Lab Number 











PRELIMINARY TEST RESULTS GC/MS CONFIRMATORY TEST 



Corbett email PRR 004379 
































































PRELfMtNARY TESTS 
Spot Tests 


Microctvstalline Tests 





























































PRELIMiNARY TESTS 
Spot Tests 


Cobalt 

Thiocyanate 



Marquis 


Froehde's 


3 

3 


Microcr/staHine Tests 


Gold 

Chloride 


TLTA 


OTHER TESTS 


PRELIMINARY TEST RESULTS 


DATE ^ ] 2-5> 2^ 


GC/MS CONFIRMATORY TEST 


RESULTS 


MS 

OPERATOR _ 
DATE 


2M 


I I 1 . 


Revised 7/2005 

Corbett email PRR 004383 
















# samples tested;-, D 



■ 

1— 


Net 

Weight 

» 

Gross 

Weight 

Packet Weight 

Net 

Weight 

1 




26 




2 

^i^ii 



27 




3 

wmm 


6-W{M 

28 




H 



J 

29 




5 


"■■’"'■""7. 


30 




6 




3r 




7 



1 . 03"^^ 

/32 




8 



j 

33 




9 




34 




10 




35 




11 




36 




12 




37 




13 




38 




14 




39 




15 




40 




16 




41 




17 




42 




18 




43 




19 




44 




20 




45 




21 




46 




22 

* 



47 

i 



23 




48 




24 




49 




25 




50_ 





Calculations; 

\-^0-OO^cj X 

\ i 

'\.sr)C}^00^‘^\ / 


Corbett email PRR 004384 




















PRELIIVUNARY TESTS 
Spot Tests 

Cobalt t 


Marquis 

Froehde's 

Mecke's 





IBBiM 

■ 

m 

)s^mm 



MIcrocrvstalline Tests 
Gold 

Chloride_ 

TLTAj_J_ 

OTHER TESTS 




PRELIMINARY TEST RESULTS 

RESULTS Itn 

ixUD 

i5l 

1 

DATE 1 

25 

Yl^ 



\ 



Revised 7/2005 v 

Corbett email PRR 004385 












Gross Wt ( ): 

gi (Zrt"' X" 

Pkg. Wt: 


NetWt: 


PRELIMINARY TESTS 


Spot Tests 

Microcrvstalllne Tests 


Chloride 


OTHER TESTS 


GC/MS CONFIRMATORY TEST 


RESULTS 


MS 

OPERATOR _ 
DATE 


-- 

'Ml? 

'zilz ■ 


Revised 7/2005 

Corbett email PRR 004386 

























Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number ; 
AcquisitionMeth: 
Integrator : 


Data File: 

C:\MSDCHEM\1\SYSTEM7\07_23_12\837004.D 

23 Jul 2012 13:20 

BLANK 

1 

DRUGS . M 
RTE 


Abundance TIC: e37004-D\data.ms 



Ret. Time Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


837004.D Mon Jul 23 13:31:27 2012 Page 1 



Corbett email PRR 004387 




Area Percent / Library Search Report 


Information from 
File Name : 

Operator : 

Date Acquired : 
Sample Name 
Submitted by : 
Vial Number ; 
AcquisitionMeth: 
Integrator : 


Data File; 

C:\MSDCHEM\1\SYSTEM7\07_23_12\837005.D 


23 Jul 2012 
HEROIN STDV 


-13 : 35 


5 

DRUGS.M 
RTE 



200000 


Time-> 2.00 

3.00 

-r-T-y-r-T- 

4.00 

' ' 't . r-7--T-r-rU 

5,00 6.00 _ 

.7.00 

— t i t j—r , ■,--|--jr-v-f-T-r | i i i r f i i ! T 

8.00 9.00 IP.OP _ 11.00_12.00. 

Ret. Time 



Area 

Area % 

Ratio % 

6.216 



867657 

100.00 

100.00 


837005.D Mon Jul 23 13:47:10 2012 Page 1 


Corbett email PRR 004388 




Area Percent / Library Search Report 


Information from Data File: 


File Name 

C:\MSDCHEM\1\SYSTEM7\07 23 12\837005.D 

Operator 

Date Acquired 

23 Jul 2012 13:35 

Sample Name 

HEROIN STD 

Submitted by 
Vial Number 

5 

AcguisitionMeth 

DRUGS.M 

Integrator 

RTE 


Search 

Libraries: C:\Database\SLI.L 

C:\Database\NIST05a.L 

C;\Database\PMW TOX2.L 

Minimum Quality 
Minimum Quality 

: 80 
: 80 

PK# 

RT 

Library/ID 

CAS# 

Qual 

1 

6.22 

C;\Database\SLI.L 

HEROIN 

000561-27-3 

99 


Abundance 

80 

60 

40 

20 


81 


Average of 6.174 io 6,317 min.: 837005.D\daia.ms {-) 


327 


268 


59 


115 


146 


204 




Ik 


162 


181 


226 




253 


310 


284 


369 


352 


429 


j- i lyr'Vf I ' j 'Vil ' ri ' r i 'j' -i jv r i't | rrr ^-^T^r V-j 'i , v ,- tytT ' j ' TyTi - 1 - rj - r i " i''' iY T T - r 1-j ! i " ' i i ffTT i | i 

mlz-> 40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 340 360 380 400 420 


Abundance 


80 

60 

40 

20 


4!3 


59 


#1: HEROIN 


268 


327 


215 


81 


115 146 


ski 


i131 




162 

181 , 

liijik Jyis 


i 236253 

tfl'l ,4j i .1^ . .8 
r vj I j r IT rt I i l^ i 


310 


284 


369 


i ' r i s j -ni - rri T in‘f * s r i t vt i j V ]‘t rt i | I' l' i > j ‘t i i j ri i ( t if t rr i Yt i i i [ t t i i i j i i 

m/ 2 -> 40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 340 360 360 400 420 


837005.D Mon Jul 23 13:47:10 2012 


Page 2 


Corbett email PRR 004389 






Area Percent / Library Search Report 


Information from 

Data File: 

File Name ; 

C;\MSDCHEM\1\SYSTEM7\07 23 12\837012.D 

Operator : 


Date Acquired : 

23 Jul 2012 15:20 

Sample Name : 

BLANK 

Submitted by : 

KAC 

Vial Number : 

1 

AcquisitionMeth: 

DRUGS.M 

Integrator : 

RTE 


Abundance TIC: 837012.D\data.ms 



Ret, Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


837012.D Mon Jul 23 15:31:22 2012 Page 1 



Corbett email PRR 004390 





Area Percent / Library Search Report 


Information from Data File: 

File Name : C;\MSDCHEM\l\SySTEM7\07_23_12\837013.D 

Operator : 

Date Acquired :: 35 
Sample Name 
Submitted by : KAC 

Vial Number : 13 

AcquisitionMeth: DRUGS.M 
Integrator ; RTE 


Abundance 

600000 


400000 ^ 



TIC: 837<5l3,D\dala.ms 

6.|16 y 


837013.D Mon Jul 23 15:47:01 2012 Page 1 



Corbett email PRR 004391 






Area Percent / Library Search Report 


Information from Data File: 
File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
vial Number 
AcquisitionMeth 
Integrator 


C:\MSDCHEM\1\SYSTEM7\07_23_12\837013.D 


Jul 2012 15:35 



KAC 
13 

DRUGS,M 
RTE 


Search 

Libraries: C:\Database\SLI.L 

C:\Database\NIST05a.L 

C: \Database\ PMW__TOX2 . L 

Minimum Quality 
Minimum Quality 

: 80 
: 80 

PK# 

RT 

Library/ID 

CAS# 

Qual 

1 

6 . 22 

C:\Database\SLI.L 

HEROIN 

000561-27-3 

99 


Abundance 

80 

60 

40 

20 

0 

in/z-> 


413 


Average of 6.174 to 6.322 min.: 83701 S.OWala.ms (-) 


327 


268 


81 


59 


115 


146 


204 


V6 ■ 

, „Ji .. 

11 vi' i 


162 


1:31 I I I if ,5 226 253 284 

,.!V, I, , c'L r r r 


310 


369 


354 ll 


42? 




40 


Abundance 

80 

60 

40 

20 


60 80 100 120 140 160 180 200 220 240 260 280 300 320 140 360 380 400 420 

#1: HEROIN 


43 


268 


327 


215 


310 


81 


59 


115 146 


6, ! 


162 


I i 'i' ' t i ‘I ' f r Vi i"j't 


181 


1971 


238253 


'—. . . jN t-i 1 1 ti l t j ' i ' 1 1 i j I 




284 


369 


341 


m/z-> 40 60 80 100 120 140 160 180.200 220 240 260 280 300 320 340 360 380 


-n-f-,-rT-q-r-r- 

400 420 


837013.D Mon Jul 23 15:47:02 2012 


Page 2 


Corbett email PRR 004392 














Area Percent / Library Search Report 


Information from Data File: 

File Name 

C: \MSDCHEM\l\SYSTEf47\07__23_12\837014 .D 

Operator 

Date Acquired 

23 Jul 2012 15:51 

Sample Name 

BLANK 

Submitted by 

KAC 

Vial Number 

1 

AcquisitionMeth 

DRUGS.M 

Integrator 

RTE 


Abundance TIC: 837014.D\data.ms 



Ret. Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


837014.D Mon Jul 23 16:02:43 2012 


Page 1 



Corbett email PRR 004393 





Area Percent / Library Search Report 


Information from Data File: 

File Name : C:\MSDCHEM\l\SYSTEM7\07_23_12\837015.D 

Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number : 15 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 



Abundance 

i 


TIC: 8:™i5.D\c{ata.ms 
6.^16 / 


6000001 

400000] 

200000j 


0 

•T — S —r 

■■’■ ■■■» ■T "’ 


! 1 1—i'll* 

1 1 1 1 i . 1 . . . . ] r . . 1 1 . > . . 1 . r . 


Time-> 2.00 

3.00 

4.00 

5.00 6.00 

7.00 

8.00 9.00 10.00 11.00 12.00. 


Ret, Time 



Area 

Area % 

Ratio % 


6.216 



953786 

100.00 

100.00 



837015.D Mon Jul 23 16:18:18 2012 


Page 1 


Corbett email PRR 004394 







Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name | 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


C:\MSDCHEM\1\SYSTEM7\07_23_12\837015.D 

23Jul20^ 16:07 

KAC 

15 

DRUGS.M 
RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality; 80 

C:\Database\NIST05a.L Minimum Quality: 80 

C;\Database\PMW_TOX2.L 


PK# RT Library/ID 


CAS# Qual 


1 6.22 C:\Database\SLI.L 

HEROIN 


000561-27'-3 94 


Abundance 

80 

60 

40 

20 

0 


Average of 6.174 to 6.306 miiir: 837015.D\data.ms (-) 


4a 


327 


268 


81 


146 


204 


m/Z' 
Abundance 

80 

60 

40 

20 


59 

,1 


— ' T- rr-T^ 


94 


115 


■ ill 3 


28 


162 


181 


iiljl, iiji jln.r/iVflt'i'y 


226. 


238 253 


310 


, '1'T-v“r7-r-7T'r-fr T , i '| i i i r I 'l'i", 


284 
I, 298 

T-rr-r-rTT-r- 


369 


341 354 


40 60 80 100 120 14g_160 180 200 2^ 240 ^60 28 0 3 00 320 340 _360 


#1: HEROIN 


4,3 


0 


268 


327 


215 


81 


59 


Q. 115 146 A CO 

94 I I 162.j.^^ 

I Ii I 197 


H 3.1^, 


ill 


28 

iih. jii. 


1,1 240253 

■"ii-hl, I'i-I. |tn. 


I I i I 3 t I 


310 


284 


I i 298 

T-r ' i j 'l I’ r 'r 'i i V i■T-T4T-T--rrT-*^ 


369 


341 


m/z-> 40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 340 360 


837015.D Mon Jul 23 16:18:19 2012 


Page 


2 



Corbett email PRR 004395 

















Area Percent / Library Search Report 


Information from 
File Name : 
Operator ; 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth; 
Integrator : 


Data File: 

C;\MSDCHEM\1\SYSTEM7\07_23_12\837016.D 

23 Jul 2012 16:22 

BLANK 

1 

DRUGS.M 
RTE 



Ret. Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


837016.D Mon Jul 23 16:33:58 2012 


Page 1 



Corbett email PRR 004396 




Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number ; 
AcquisitionMeth: 
Integrator : 


Data Pile: 

C:\MSDCHEM\1\SYSTEM7\07_23_12\837017.D 

2 3 Jul 2 012 ^:3a 

COCAINE STD^y^ 

17 

DRUGS.M 
RTE 


Abundance 



TIC: 837017.D\data.ms 


1000000 


500000 


Time:-:> 2.00 

‘ ' 1 ' ' 
3.00 

4.00 5.00 _ 6.00 

‘ ‘ ‘ ' 

7.00 

■ 1 1 ■ 1 1 1 1 1 1 i 1 1 1 1 , 1 1 , 1 , , 

8.00 9.00 10.00 11.00 12.00 

Ret. Time 


Area 

Area % 

Ratio % 

4.569 


1315081 

100.00 

100,00 


837017.D Mon Jul 23 16:49:37 2012 ' Page 1 


Corbett email PRR 004397 





Area Percent / Library Search Report 


Information from Data File: 

File Name ; C:\MSDCHEM\l\SYSTEM7\07_23_12\837017,D 

Operator : 

Date Acquired : 23 Jul 2012 16:38 

Sample Name : COCAINE STD 
Submitted by : 

Vial Number : 17 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 


Search 

Libraries: C:\Database\SLI.L 

C;\Database\NIST05a,L 

C: \Database\PMW__TOX2 .L 

Minimum Quality 
Minimum Quality 

: 80 

: 80 

PK# 

RT 

Library/ID 

CAS# 

Qual 

1 

4.57 

Ci\Database\SLI.L 

COCAINE 

COCAINE 

COCAINE 

000050-36-2 

000050-36-2 

000050-36-2 

99 

99 

9'9 


Abundance Average of 4.522 to 4.670 miri.: 837017.b\data.ms (-) 



Abundance #29: COCAINE 




837017.D Mon Jul 23 16:49:38 2012 Page 2 



Corbett email PRR 004398 




Area Percent / Library Search Report 


Information from 
File Name ; 
Operator ; 
Date Acquired : 
Sample Name : 
Submitted by ; 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

C;\MSDCHEM\1\SYSTEM7\07_23_12\837020.D 

23 Jul 2012 17:25 

BLANK 
fCAC 
1 

DRUGS . M 
RTE 


Abundance 

5000 

4000 

3000 

2000 

1000 


0 


I ' ‘ > I' 


TIC: 837020.0\data.ms 



Time--> 2.00 


3,00 


4.00 


^—j—,—^.. j... j—f— 

5.00 6.00 7.00 


8.00 


9.00 


10.00 11.00 12.00 


Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


837020.D 


Mon Jul 23 17:36:36 2012 


Page 1 


Corbett email PRR 004399 





Area Percent / Library Search Report 


Information from Data Pile; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


C:\MSDCHEM\1\SYSTEM7\07_23_12\837021.D 


23 Jul 2012 17:.40 


21 

DRUGS.M 
RTE 


Abundance 

800000 

600000 

400000 

200000 


4.$69 


TiC: 837021.0\data.ms 


0*-T-T--r- 

Tlme-> 2.00 

-r-T-j-r-r- 

3.00 

1 VI 1 1 1 1 1 1 1- 

4.00 5,00 6.00 

7.00_ 

— 1 ' 1 « 1 ] f 1 1 1 1 ] 1 1 

8.00 9.00 10J)0 ItOO .12:00 


Ret, Time 


Area 

Area % 

Ratio % 


4.569 


839719 

100.00 

100.00 



837021.D Mon Jul 23 17:52:14 2012 Page 1 


Corbett email PRR 004400 







Area Percent / Library Search Report 


Information from Data File: 

File Name : C:\MSDCHEM\l\SYSTEM7\07_23_12\837021.D 

Operator : 

Date Acquired : 23 Jul 2012 17:40 

Sample Name 
Submitted by 
Vial Number : 21 

AcquisitionMeth: DRUGS.M 
Integrator ; RTF 



Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST05a.L Minimum Quality; 80 

C:\Database\PMW_TOX2.L 


PK# RT Library/ID 


CAS# Qual 


1 4,57 C:\Database\SLI.L 


COCAINE 

000050-36-2 

99 

COCAINE 

000050-36-2 

99 

COCAINE 

000050-36-2 

99 


Abundance 

80 j 
601 


40 


20 


42 


,56 

iiiji 


82 


67 

, 1 , 


Average of 4.532 to 4.712 min,: 837021.DVdafa.ms (-) 


182 


94 


108 

.JIL 


122 


135 


152 


166 


198 


221 244 259 


272 


303 


355 


m/z-> 


40 


60 80 100 120 140 160 180 200 220 240 260 280 300 320 340 



Abundance 

80 
601 


82 


#29: COCAINE 


182 


40 


94 


m/z-> 


20 


42 


40 


55 68 

Jill ,i7 

' ) h' I I t I 
60 


108 135 152 166 


198 






' ll I' l '■ 


80 100 120 140 160 


' ' f' ' ' ' I 
180 200 


214 


220 


272 

244 259 s 

> ' I ' I I ' I ' ' ' I I 

240 260 280 


303 

1 I 1 I -f T- n-T 

300 320 340 


837021.D Mon Jul 23 17:52:15 2012 


Page 2 


Corbett email PRR 004401 










Area Percent / Library Search Report 


Information from Data File; 

File Name : C:\MSDCHEM\l\SYSTEM7\07_23__12\837022,D 

Operator : 

Date Acquired : 23 Jul 2012 17:56 

Sample Name : BLANK 

Submitted by : KAC 

Vial Number : 1 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 


Abundance TIC: 837022.D\data.ms 



Ret, Time Area Area % Ratio % 

***NO INTEGRATED PEAKS*** 




Corbett email PRR 004402 






Area Percent / Library Search Report 


Information from Data File: 

File Name ; C:\MSDCHEM\1\SYSTEM7\07_23_12\837023.D 

Operator ; 

Date Acquired : 23 Jul 2012 18^ 2 

Sample Name : 

Submitted by : KAC 
Vial Number : 23 

AcquisitionMeth; DRUGS.M 
Integrator : RTE 


Abundance 

1000000 

800000 

ooooooj 

i 

400000] 

200000 ] 



TIC: 837023.D\{lata.ms 


Tlme-> 2.00 




837023.D Mon Jul 23 18:23:37 2012 


Page 1 


Corbett email PRR 004403 






Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


C: \MSDCHEM\1\SYSTEM7\07_23__12\837023 .D 


23 Jul 2012 18:12 


KAC 
23 

DRUGS.M 
RTE 


Search 

Libraries: C:\Database\SLI,L 

Minimum Quality 

; 80 



C;\Database\NIST05a.L 

Minimum Quality 

: 80 



C; \Database\PMW__TOX2 . L 



PK# 

RT 

Library/ID 

CAS# Qual 

1 

4,57 

C:\Database\SLI.L 





COCAINE 

000050-36-2 

99 



COCAINE 

000050-36-2 

99 



COCAINE 

000050-36-2 

99 


Abundance 


80 i 


82 


60 

40 

20 


42 


56 

Li.ii 


67 




Average of 4.532 to 4.707 min.: 837023.D\data.ms (-) 


182 


94 


122 

i 1?' .i 135 'f2l66 



198 


) I I 

f-r^‘Hrj-rVi-r-f 4 T 1-1^ 


214 


303 

272 ! 

242 269 I 268 L 

'1 f-.-T-.-j-r-ri'-TT- 


365 


m/z-> 40 60 80 100 120 140 160 180 200 220 240 260 _ 280 300 320 340 


Abundance 

80 i 
601 
40| 
20 ; 
0 




42 


55 68 ] 

JJ-II ,1 X: 


#29: COCAINE 


182 


94 


108 


122 


135 1^® 


198 


214 


244 259 


272 


303 


I I I I k I t I I 


40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 340 


837023.D Mon Jul 23 18:23:37 2012 


Page 2 


Corbett email PRR 004404 










Area Percent / Library Search Report 


Information from 
File Name ; 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File; 

C:\MSDCHEM\1\SYSTEM7\07_23_12\837024 . D 

23 .Jul 2012 18:28 

BLANK 
KAC 
1 

DRUGS.M 
RTE 


Abundance TIC: 837024,DWata.ms 



Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


837024.D 


Mon Jul 23 18:39:16 2012 


Page 1 



Corbett email PRR 004405 




Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


C; \MSDCHEM\1\SYSTEM7\07_23_12\837025.D 


23 Jul 2012 18:.43 


KAC 

25 

DRUGS.M 
RTE 



Ret. Time 

Area 

Area % 

Ratio % 


4.569 

1263206 

100.00 

100.00 



837025.D Mon Jul 23 18:54:53 2012 Page 1 



Corbett email PRR 004406 







Area Percent / Library Search Report 


Information from Data File: 

File Name : C:\MSDCHEM\l\SYSTEM7\07_23_12\837025.D 

Operator ; 

Date Acquired : 23 Jul 2012 18:43 

Sample Name 
Submitted by 
Vial Number : 25 

AcquisitionMeth; DRUGS.M 
Integrator : RTE 



Search Libraries; 


C;\Database\SLl, L 
C:\Database\NlST05a.L 
C;\Database\PMW TOX2.L 


Minimum Quality: 80 
Minimum Quality: 80 


PK# 


RT 


Library/ID 


CAS# 


Qual 


1 4.57 C;\Database\SLI.L 


COCAINE 

000050-36-2 

99 

COCAINE 

000050-36-2 

99 

COCAINE 

000050-36-2 

99 


Abundance 

801 
60 
40 
20 
0 


8^ 


Average of 4.532 to 4.707 min.: 837025.D\dala.ms (-) 

182 


42 




, 1®^ 67 



I 1 






94 


122 


140^ff ^66 

I-: [••'Cl ■j •v'-i r I 


198 


303 


272 

i 222 244 259 I 288 

Vr-r r-r-TT-n T"| vi yi-r-H'-f. i i i-|'i 


355 


m/ 2 -> 40 60 80 100 120 140 160 180 200 220 240 2 60 28 0 300 320 

Abundance #29; COCAINE 


340 


80 

60 

40 

20 

0 


82 


42 


.55 68 


182 


94 


m/z--> 


4^ 60 




- ^22 

li 108 I 152 166 

Ij-,., .(‘j-■[- 1 t 


198 


r 


214 


244 259 

l-TTT-l 1 ) 


272 


303 


I -l-T T 


. V 


80 100 120 140 160 180 200 220 240 260 280 300 320 340 


837025.D Mon Jul 23 18:54:54 2012 Page 2 



Corbett email PRR 004407 










Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired ; 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator ; 


Data File: 

C:\MSDCHEM\1\SYSTEM7\07_23__12\837026.D 

23 Jul 2012 18:59 

BLANK 
KAC 
1 

DRUGS . M 
RTE 


Abundance TIC: 837026.D\da(a.ms 



Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


837026,D Mon Jul 23 19:10:40 2012 


Page l 



Corbett email PRR 004408 





Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth: 
Integrator : 


C:\MSDCHEM\1\SYSTEM7\07_23_12\837027.D 


23 Jul 2012 19:15 


KAC 

27 

DRUGS.M 
RTE 


Abundance 

j 

i 

800000‘ 

600000 

400000 

200000 


TIC: 837027.D\data.ms 


4.569 




- 1 —!——[— 1 — 1 — 1 —!—f— r- 

-I —1 r 

1 > 1 1 t 1 i 1 i 1 ' ' 1 ■ J-J-l-T-T-l-- 

Time-> 2,00 

3.00 

4.00_5.00 6,00 

7.00 

8330 9-00 10.00 11.00 12.00_ 

Ret. Time 


Area 

Area % 

Ratio % 

4.569 


915341 

100.00 

100.00 


837027.D Mon Jul 23 19:26:22 2012 Page 1 



Corbett email PRR 004409 






Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number : 

AcquisitionMeth; 
Integrator : 


C;\MSDCHEM\1\SYSTEM7\07_23_12\837027,D 


23 Jul 2012 19:15 


KAC 
27 

DRUGS.M 
RTE 


Search 

Libraries; C:\Database\SLI.L 

Minimum Quality 

: 80 



C:\Database\NIST05a.L 
C:\Database\PMW_TOX2.L 

Minimum Quality 

: 80 

PK# 

RT 

Library/ID 

CAS# Qual 

1 

4.57 

C;\Database\SLI.L 





COCAINE 

000050-36-2 

99 



COCAINE 

000050-36-2 

99 



COCAINE 

000050-36-2 

99 


42 


Abundance 

80 

60 

40 

20 

0 

m/z--> 40 

Abundance 

80 

60i 

40 

20 

0 


82 


,55 


68 


Average of 4,538 to 4.681 min,: 837027.DWata.ms (-) 


182 


94 


60 




82 


i08 


122 


135 


152 ig@ 


V/ 


198 


100 




222 


272 

246 259 i 288 


303 


356 


120 140 160 180 200 220 2^0^260 280' ' 300 320 340 


#29: COCAINE 


182 

( 


94 


42 


55 68 
I iMn 


m/z-> 


40 60 


80 


.(AQ 122 

|08 j 135 152166 


198 




272 

214 244 259 i 

1 ''''I' ' ' ' I*- 


303 


■-T-7 T T 1 T ! 1 


,4-r-,-, 


100 120 140 160 180 200 220 240 260 280 300 320 340 


837027.D Mon Jul 23 19:26:22 2012 Page 2 



Corbett email PRR 004410 









Area Percent / Library Search Report 


Information from Data File: 


File Name ; 
Operator : 
Date Acquired ; 
Sample Name : 
Submitted by ; 
Vial Number : 
AcquisitionMeth; 
Integrator : 


C:\MSDCHEM\1\SYSTEM7\07_23_12\837028.D 

23 Jul 2012 19:30 

BLANK 
KAC 
1 

DRUGS.M 
RTE 


Abundance TIC: 837028.D\data.ms 



Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


837028.D Mon Jul 23 19:41:55 2012 Page 1 



Corbett email PRR 004411 





Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMe th 
Integrator 


C: \MSDCHEM\1\SYSTEM7\07__23_12\837029 .D 



: KAC 
: 29 


; DRUGS.M 
: RTE 



Time-> 2.00 

3.00 

4.00 5.00 6.00 

7.00 _ 

8,00 9.00 10.00 11.00 12.00 

Ret, Time 


Area 

Area % 

Ratio % 

4.569 


1214922 

100.00 

100.00 


837029.D Mon Jul 23 19:57:35 2012 


Page 1 


Corbett email PRR 004412 








Area Percent / Library Search Report 


Information from Data File; 

File Name ; C;\MSDCHEM\l\SYSTEM7\07_23_12\837029.D 

Operator : 

Date Acquired : 4 6 

Sample Name 
Submitted by ; 

Vial Number : 29 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 


Search Libraries; 


C:\Database\SLI.L 
C:\Database\NIST05a.L 
C:\Database\PMW TOX2.L 


Minimum Quality: 80 
Minimum Quality: 80 


PK# 


RT 


Library/ID 


CAS# 


Qual 


1 4.57 C:\Database\SLI.L 


COCAINE 

000050-36-2 

99 

COCAINE 

000050-36-2 

99 

COCAINE 

000050-36-2 

99 


Abundance 

80 

60 

40 

20 

0 


82 


Average of 4.532 to 4.702 min.: 837029.D\data.ms (-) 


42 


,55 


68 


t, il/ii! ,i' 


182 

i 

i 

I 

i 


94 




135 

I 'r Vr’ l 


108 


122 


152 


166 


198 


272 ^ 

214 244 259 | 286 

' i '' ' '■■p-T-T-rx^ 


303 


r,- 


40 60 80 100 120 140 160 180 MO 220 240 260 280 .300. 320 340 


#29, COCAINE 


8^ 


182 


Abundance 

80 
60 

40 

20 

0^1 l''! ' i'r 'l ‘rfrn yi , , V[ ,■ i i f i i r."| n-i , | , . , . | , -n-p 

m/z-> 40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 


94 


42 


55 68 

,11 .1 


108 

IL.. 


122 


J35I52 166 


198 


214 


272 

244 269 I 


303 


. I ' ' ' 

340 



837029.D 


Mon Jul 23 19:57:35 2012 


Page 2 


,/ 


Corbett email PRR 004413 











Area Percent / Library Search Report 


Information from Data File; 
File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth: 

Integrator : 


C:\MSDCHEM\1\SYSTEM7\07_23_12\837030.D 


23 Jul 2012 
BLANK 
KAC 
1 

DRUGS.M 
RTE 


20:02 


Abundance 

4000 

3000 

2000 

1000 


0 


TIC: 837030,0\data,ms 



Time-> 2.00 


3.00 


4.00 


5.00 


6.00 


7.00 


8.00 


9.00 10.00 11.00 12.00 


Ret. Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


837030.D Mon Jul 23 20:13:20 2012 


Page 1 


Corbett email PRR 004414 





Area Percent / Library Search Report 


Information from Data File: 
File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


C:\MSDCHEM\1\SYSTEM7\07_23_12\837031.D 

23 J ul 2012 

KAC 
31 

DRUGS.M 
RTE 



Time-> 2.00 3.00 4.00 5.00 6.00_7,00 8 .00 9.00 10.00 11.00 12.00 


Ret. Time 

Area 

Area % 

Ratio % 

4.569 

1250009 

100.00 

100.00 


837031.D Mon Jul 23 20:29:02 2012 


Page 1 


\ 


Corbett email PRR 004415 






Area Percent / Library Search Report 


Information from Data File; 

File Name : C;\MSDCHEM\1\SYSTEM7\07_23_12\837031,D 

Operator : 

Date Acquired : 23 Jul 2012 20:17 

Sample Name 
Submitted by 
Vial Number : 31 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 



Search 

Libraries: C:\Database\SLI.L 

C:\Database\NIST05a.L 
C:\Database\PMW TOX2.L 

Minimum Quality: 80 
Minimum Quality: 80 

PK# ■ 

RT 

Library/ID 

CAS# Qual 

1 

4,57 

C:\Database\SLI.L 

COCAINE 

COCAINE 

COCAINE 

000050-36-2 99 
000050-36-2 99 
000050-36-2 99 

Abundance 


Average of 4.532 to 4.702 min.: 837031.DWata.ms (-) 


80 

60 

40 

20 

0 


82 


42 


,65 


m/z-J 40 60 


67 


182 


9,4 105 


122 


135 


152 


166 

I, 


198 


Abundance 

80 

60 

40 

20 

0 


80 


82 


100 120 140 


42 


55 68 


160 180 
#29: COCAINE 

182 


209 222 244 

I -T- 


-^7'' 'I I ' I 
200 220 


272 

259 1 282 


303 


240 260 280 300 


94 


105 


m/z-> 


40 


60 


-T-pr 

80 


122 


135 ■'69 

■•r-p 


198 

i l. 214 


244 259 


272 


303 


100 120 140 160 180 


1 I I I j I [ t 
200 220 


240 260 


280 


300 


837031 -D 


Mon Jul 23 20:29:02 2012 


Page 2 


Corbett email PRR 004416 









Area Percent / Library Search Report 


Information from Data File: 

File Name ; C;\MSDCHEM\l\SYSTEM7\07_23_12\837032.D 

Operator : 

Date Acquired : 23 Jul 2012 20:33 

Sample Name ; BLANK 

Submitted by ; KAC 

Vial Number : 1 

AcquisitionMeth; DRUGS.M 
Integrator : RTE 


Abundance TIC; 837032.0\data.ms 



Ret. Time Area Area % Ratio % 

***N0 INTEGRATED PEAKS*** 


837032.D Mon Jul 23 20:44:42 2012 Page 1 



Corbett email PRR 004417 




Area Percent / Library Search Report 


Information from Data File: 

File Name : C:\MSDCHEM\l\SySTEM7\07__23_12\837033.D 

Operator : 

Date Acquired : 23 Jul 2012 20:48 

Sample Name 

Submitted by 

Vial Number ; 33 

AcquisitionMeth: DRUGS.M 

Integrator ; RTE 


Abundance 

1000000 


4.S69 


TIC: 837033.D\cfata.ms 


500000 


0 ^ —r--: — I —I—|—T—I—^—r-^—r-r-4—T—]— r -' v i ■ ^ | r-r i— r "} "f " T " i—f - y - ^ . - v ■ i-- y-- r -i-3—i [ i i—i—i—[—J— f”t —r y-r"\ —r-r 

Time-:> 2.00 3.00 4.00 5.00 MO_7.00 8.00 9.0Q_10.00 11.00 JMP 


Ret. Time 

Area 

Area % 

Ratio % 

4.569 

1289982 

100.00 

100.00 


837033.D Mon Jul 23 21:00:09 2012 


Page 1 



Corbett email PRR 004418 






Area Percent / Library Search Report 


Information from Data File: 


File Name ; 
Operator ; 
Date Acquired ; 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Cl\MSDCHEM\1\SYSTEM7\07_23_12\837033.D 



KAC 

33 


DRUGS . M 
RTE 


Search Libraries; C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST05a.L Minimum Quality: 80 

C:\Database\PMW_TOX2.L 


PK# RT Library/ID 


CAS# Qual 


4.57 C:\Database\SLI.L 
COCAINE 
COCAINE 
COCAINE 


000050-36-2 99 
000050-36-2 99 
000050-36-2 99 


Abundance 


8 ^ 


ml7.-> 40 

Abundance 


"T"' '■■'■■T'r"'1 

60 80 100 120 140 160 180 200 220 240 260 280 300 320 340 

#29: COCAINE 


nn/z-> 40 



Average of 4.537 lo 4.691 min.: 837033.DWata.ms {-) 
182 


198 


214 


272 

242 269 I 288 


303 


355 

I.. 


198 


214 


244 259 


272 


303 


T-i-r-rl , I I 'n I 1 I 1 1 I I I 

80 100 120 140 160 180 200 220 240 260 280 300 320 340 


837033 ,D 


Mon Jul 23 21:00:09 2012 


Page 2 


\ 

Corbett email PRR 004419 











Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
vial Number 
AcquisitionMeth 
Integrator 


C:\MSDCHEM\1\SYSTEM7\07_23_12\837034.D 


23 Jul 2012 
BLANK 
KAC 
1 

DRUGS.M 
RTE 


21: 04 


Abundance TIC: 837034.DWata.ms 



Ret. Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


837034.D 


Mon Jul 23 21:15:42 2012 


Page l 



Corbett email PRR 004420 




Area Percent / Library Search Report 


Information from Data File: 

File Name ; C:\MSDCHEM\l\SYSTEM7\07_23_12\837035.D 

Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number ; 35 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 



Abundance 

lOOOOOOj 


/ TtC: 837035.D\dala.ms 

4.$69 


500000 


Time-> 2.00 

3.(30 

-1 ‘T -j—i—( r !—I—f— 1 — 1 —f—r- 

4,00 5.00 6,00 

•7 •T - r ■f-T"T- 

ZlQP 

r i M 1 ‘ ‘ 

8.00 9.00 10.00 11.00 12.00 

Ret. Time 


Area 

Area % 

Ratio % 

4.569 


1333549 

100.00 

100.00 


837035.D Mon Jul 23 21:31:09 2012 Page 1 



Corbett email PRR 004421 





Area Percent / Library Search Report 


Information from Data File: 

File Name : C:\MSDCHEM\1\SYSTEM7\07_23_12\837035.D 

Operator : 

Date Acquired : 23 Jul 2012 21:19 

Sample Name 
Submitted by 
Vial Number : 35 

AcquisitionMeth: DRUGS,M 
Integrator : RTE 



Search Libraries; C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST05a.L Minimum Quality: 80 

C : \Database\PMl,'J_TOX2 . L 


PK# RT Library/ID 


CAS# Qual 


1 4.57 C:\Database\SLI.L 



COCAINE 

000050- 

36-2 

99 


COCAINE 

000050- 

36-2 

99 


COCAINE 

000050- 

36-2 

99 

Abundance 

Average of 4.538 to 4.702 min.: 837035.DWata.ms (-) 





Abundance 


80 


60 


40 


20 


42 


82 


nn/z-> 


40 


55 68 
60 


80 


94 


105 


#29: COCAINE 


182 


122 

ill i! 135 

100 120 140 160 


152 166 


180 


198 


214 


T- 


"r 


244 259 


272 


303 




200 220 240 260 280 300 



837035 ,D 


Mon Jul 23 21:31:09 2012 


Page 2 


Corbett email PRR 004422 












Area Percent / Library Search Report 


Information from Data File: 
File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


C:\MSDCHEM\1\SYSTEM7\07_23_12\837036.D 


23 Jul 2012 
BLANK 
KAC 
1 

DRUGS.M 
RTE 


21:35 


Abundance TIC: 837036.DWata.ms 



Ret. Time Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


837036.D Mon Jul 23 21:46:36 2012 


Page l 


i 


Corbett email PRR 004423 






Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


C:\MSDCHEM\1\SYSTEM7\07 23 12\837037.D 



37 

DRUGS,M 
RTE 


Abundance 

800000 

600000 

400000 

200000 


O'-T-. 

Time-> 2.00 



3.00 4.00 5,00 6.00 7.00 8.00 9.00 10.00 11.00 12.00 


Ret. Time 

Area 

Area % 

Ratio % 

4.569 

916585 

100.00 

100.00 


837037.D Mon Jul 23 22:02:01 2012 


Page 1 



Corbett email PRR 004424 






Area Percent / Library Search Report 


Information from Data File: 

File Name : C:\MSDCHEM' 

Operator : 

Date Acquired 
Sample Name 
Submitted by 
Vial Number : 37 

AcquisitionMeth; DRUGS.M 
Integrator : RTE 


C:\MSDCHEM\1\SYSTEM7\07_23_12\837037,D 


Search Libraries: C:\Database\SLI.L 

C:\Database\NIST05a.L 
C;\Database\PMW TOX2.L 


Minimum Quality; 80 
Minimum Quality: 80 


PK# RT 


Library/ID 


C:\Database\SLI,L 
COCAINE 
COCAINE 
COCAINE 


000050-36-2 99 
000050-36-2 99 
000050-36-2 99 


Abundance 


Average of 4.537 to 4.691 min.: 837037.DWata.ms {-) 





162 I 272 

,i,! ,i!i 208 222 242 259 | 282 

i . I I ' ' I ' I 'I I 1 I I I I I j I r-r 


m/z-> 40 60 80 100 120 140 160 180 200 220 240 260 280 300 


Abundance 


#29: COCAINE 


,55 68 


I 135 152 166 I 


214 244 259 


m/z-> 40 60 80 100 120 140 160 180 200 220 240 260 280 300 


837037 .D 


Mon Jul 23 22:02:02 2012 


Page 2 


Corbett emaiI PRR 004425 








